

Slydeasy 


Hand Screw 

The triggers in the handles 
of the ’’Slydeasy” make it 
instantly adjustable without 
turning. Sizes 8-in. to 18-in. 

Steel Bar Clamp 

A notched clamp of cold 
rolled steel—thoroughly de¬ 
pendable. In light, medium 
and heavy weight bars from 
2-ft. to 12-ft. 

Other "BASS PRODUCTS”— 

Shaper Form Clamps, Saw Guards 
and Shaper Guards. 

BASS BROS., Inc. 

375 RIDER AVE., NEW YORK, N.Y. 

Reputable Sales Agents Solicited. 






